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'MVF AMPLIFIER FOR S-BAND VODEL RANGE 0 PRESENTLY .vE HAVE ONLY 
ONE SPARE ON HANDo DELIVERY ON VA-121B FROM IS FROM 

DOFS NOT STOCK THIS TUBE, 


90-120 DAYS C 
IS $l s 850,,00, 


PRICE OF TUBE 
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